RG10: 


4 E-1 Box 132 
D Rf . a ; 3 ty ¢ 
{fhe (F Ny Assan {ic at {| harlotte, N {\.. 
Gey ae J 


J 


J J 





Mflo A 1994. 
Met, fhlodas 
























































824 


say Office ¢ ut Charlotte, 


i 
RG104 E-1 Box 132 


RG104 E-1 Box 132 


“United States Bint, Philadelphia, Lenn., 


oa ve. ae . Af 
ex grea ba. Zoo +E E 
haf Wwe pale a Ceca 
lect, CoE GIGE for 
/benpe.gize 
bMA x : cart Oop felett 


aia ea 


NARA RG104, Entry 1, Box 132 


[Letter one:] 
[Abstract:] Requesting that Bar No. 466 be assayed before it is thrown into the melt pot. 


The U.S. Assay Office at Charlotte, N.C., 
September 30, 1884 


Hon. A. Loudon Snowden 
Supt. Mint, Philada. 


Sir: 


In my shipment of Bars to day No. 466 is questioned. Will you do me the kindness to 
have it carefully assayed & report results? Of course you will understand that this is not intended 
to interfere with the deposits as such, but that it is a side issue. 


Very Respectfully 
Your Obt. Servt. 
Calvin J. Cowles 
Assayer &c. 


[Letter Two:] 


United States Mint, Philadelphia, Penn., 
Assay Department, 
October 6, 1884 


Sir: 


The gold bar No 466 sent from Charlotte write the request that we make a special test, 
assays 939 4 fine. 


Respectfully 
Jacob B. Eckfeldt 
Assayer 


H.C. Hickok Esq. 
Actg. Supt. &c. 


